Arlington Parking Fund and Arlington Center Parking Benefit District Statement of Revenues & 
Expenditures 


Expenditures 


[ SSCS*~*~*~S~S Projected FV EK. _| 


Revenues 


FY22 Revenue Projection FY22 Revenue Projection 
FY20 Actual FY21 (2/15/21) (12 months parking w/o Covid) (9 months w/o Covid) 


Charging Station $5,317.92 $3,231.12 $9,000.00 $9,000.00 


Bay by Phone $6,062.95 $24,000.00 $24,000.00 


$11,824.39 $7,870.84 $3,000.00 $3,000.00 
$416,926.55 $47,467.81 $556,000.00 $459,000.00 


Proposed FY22 Parking Benefit District Budget 








Arlington Center Sidewalk and 
Broadway Plaza Improvements 


Russell Common Lot 
Improvements 


Snow snowRemoval 


Parr and Tree Watering 
Sidewalk Cleaning SS 





